INFO #: 12844214 PHILIP MORRIS USA 

LYNN DOWNING 

ship via: *MAIL/DROPSHIP 

*MAIL/DR OPSHIP 
FILLED ON: 8/26/2002 

Infotrieve, Inc. 

7666 Market St. 

Canton, MI 48187 

Phone 734-459-9699 ext.2103 or 

Fax 734-459-5280 



SHIP TO : 7388 / 7388 

PHILIP MORRIS USA 
LYNN DOWNING 

RESEARCH CENTER LIBRARY 

PO BOX 26583 (Street Address: 4201 Commerce Rd., Richmond VA, 23234) 
RICHMOND, VA 23261-6583 United States 
United States 


Please contact us if you have questions or comments regarding this article 

Email: service@infotrieve.com Phone: (800) 422-4633 


CUSTOMER INFO 
FAX: 804-274-2160 


ARTICLE INFORMATION 

IPHARM PHARMAC 


COURIER: DO NOT SEND AIRBORNE! 230:558-618 1971 

BECKETT AH; GORROD JW; ET AL 

ARIEL: THE ANALYSIS OF NICOTINE-l-N-OXIDE IN URINE,., 


NOTES: 


CCD 4700 

SHIP VIA *MAIL/DROPSHIP 


ORDER# 
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NEED BY 
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57156 

RD&E/FENG, SHIXLA 

8/23/2002 

8/26/2002 

LYNN DOWNING 


INFO# 12844214 


This document is protected by U.S. and International copyright laws. No additional reproduction 
is authorized. Complete credit should be given to the original source. 


PM3006723465 


Source: https://www.industrydocuments.ucsf.edu/docs/xjbj0001 



